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Message Text 

CONFIDENTIAL 

PAGE 01 STATE 043277 
ORIGIN OC-06 

INFO OCT-01 AF-10 ISO-OO CCO-OO OCL-OO SY-05 /022 R 

DRAFTED BY A/OC/AF : RLLOCHMILLER: KLH 
APPROVED BY A/OC:WENAEHER 
OC/L:BKENNEBERG(SUBS) 

OC/S:WCAMUTI(SUBS) 

OC/PE:GYOUNTS 

AS Y -FO: JKOLESNIK( SUBS) 

086487 180400Z/64 

PR 180134ZFEB 78 
FM SECSTATE WASHDC 
TO AMEMBASSY LAGOS PRIORITY 
INFO AMEMBASSY MONROVIA 
AMEMBASSY ACCRA 

CONFIDENTIAL STATE 043277 

MONROVIA FOR ATO, ACCRA FOR A/RCO 

E.O. 11652: GDS. 

TAGS: ASEC, ACOM 

SUBJECT: USE OF CCC EMERGENCY GENERATOR 

REF: LAGOS 1969 

1 . CURRENT DTS STANDARDS PROHIBIT, FOR TECHNICAL SECURITY 
REASONS, THE USE OF CCC EMERGENCY POWER FOR OTHER THAN CCC 
USE. 

2. HOWEVER, IN VIEW OF THE SPECIAL NEEDS CITED REFTEL, AN 
EXCEPTION TO THE ABOVE REGULATIONS IS GRANTED UNTIL EMBASSY 
MOVES INTO THE NOB. AT WHICH TIME IT IS ASSUMED THAT 
RELIABLE EMBASSY EMERGENCY POWER WILL BE AVAILABLE. 

CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 STATE 043277 


3. HOWEVER, AT NO TIME SHOULD SUCH EXTRA USE IMPACT OR 
IMPEDE COMMUNICATIONS OPERATIONS, AND MUST BE AT THE JUDGE- 
MENT OF THE CRO AND TCU SUPERVISOR. VANCE 
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